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EXDIS 

E.O.II652: GDS 

TAGS: PARM, TECH, MNUC 

SUBJECT: SUMMIT EXPERTS MEETING ON NUCLEAR ENERGY 

REF: (A) PARIS I483I; (B) STATE II2I96; (C) LONDON 8162 

1 . FCO HAS ASKED US TO POSE THE EOLLOWING QUESTIONS RE- 
GARDING THE JUNE 8-9 SUMMIT EXPERTS MEETING: (I) DOES 
THE U.S. WANT A MORE EORMAL REPLY TO OUR MAY 17 APPROACH 
(STATE I I2I96) OR WAS MOBERLY'S INITIAL REPLY (LONDON 
8162) SUFEICIENT? (2) NOW THAT THE MEETING IS SCHEDULED 
TO BE HELD IN PARIS INSTEAD OE WASHINGTON, IS THE U.S. OR 
ERANCE GOING TO ACT AS CHAIRMAN? (3) ALTHOUGH IT HAS BEEN 
SUGGESTED EACH COUNTRY EIELD A TEAM OE LOUR ALONG THE 
LINES OE NUCLEAR SUPPLIER GROUPS REPRESENTATION, WOULD IT 
BE USEEUL TO INCLUDE AN ADDITIONAL TECHNICAL EXPERT OR 
ARE THE DISCUSSIONS INTENDED TO BE EOR DIPLOMAT CUM CIVIL 
SERVANT TYPES? 
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